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WHAT  IS  THE  TEST? 
HOW  IS  IT  GIVEN? 


Hi 


The  Mantoux  or  tube 
pie,  harmless  way  ol| 
or  not  tuberculosis  g  i 
ed  your  body.  It  is 
small  amount  of  clesj(l 
culin  between  the 
usually  on  the  forearH 


<■1 

giv 


lin  test  is  a  sim- 
|  nding  out  whether 
s  have  ever  enter- 
en  by  injecting  a 
fluid  called  tuber- 
of  the  skin, 


lay 


ers 


WHEN,  HOW  IS  IT  READ ? 


From  48  to  72  hours  Iter  the  test  is  giv¬ 
en,  a  physician  or  <Burse  will  examine 
the  spot  where  the  1st  was  made,  and 
measure  the  size  of  I;  reaction  if  one  is 
present. .  Most  of  th  I  reactions  are  very 
small.  If  there  is  no I veiling,  the  test  is 
negative,  you  are  Hion-reactor.  If  the 
swelling  reaches  oHexceeds  a  certain 
size,  it  is  positive  el  you  are  a  reactor. 


[ig  tube/icuCi 
test  is  a  2iwf)& 
yioauo  ol  diseomm 
if)  you  have  boon 
exposed  to 
tabetiCaHosls 
mdifjtkegettms 
(iai )e  entered 
you/i  body 


SUCH  ENTRY  DOES  NOT  NECESSARILY  MEAN 
THE  DISEASE  HAS  GAINED  A  FOOTHOLD 


WHAT  DOES  |r/5  MEAN? 


A  positive  reaction 


Bjans  that  at  some 


time  TB  germs  have  entered  your  body; 
it  would  not  show  whlieror  not  you  have 
been  actually  hannedfly  the  germ  or  have 
successfully  resistedt. 


HO*  CAN  THE  REACTOR  LEARN  WHETHER 
THE  GERMS  HAVE  HARMED  HIM? 


Each  reactor  shouli 


consult  his  family 


physician  who  may  Ice  a  chest  x-ray  to 
learn  whether  he  haMany  signs  of  TB  or 
may  refer  him  to  th®  ocal  TB  clinic  for 


examination.  Most 


enough  to  resist  thijBirst  exposure  to  the 


germ,  but  if  the  x- 


ray  reveals  the  need 


■  ^actors  are  strong 


for  further  study  or  I  atment,  you  should 
follow  all  of  your  i|:tor’s  recommenda¬ 
tions  promptly. 


alWyg  iiemmbefi! 


your 


tuberculin 


test  is 


negative 
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CONTINUE  TO  11 
TISTIID  PER  IODIC  ALIY 


If  your 
tuberculin 


•  •  •  .  i  i.j 

I 


SI 


test  is 


positive 


BE  X-RAYED  PROMPTLY! 
AND  PERIODICALLY 
THEREAFTER 


